
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



V. An Account of the Influence (which two 
Pendulum ClocJks were obferved to have 
upon each other, by Mr. John Ellicotc, 
F. li. S. 

THE two Clocks upon which the following 
Obfervations were made, being defigned for 
Regulators, particular Care was taken to haye every 
Part made with all poffible Exa&nefs : The two Pen- 
dulums were hung in a manner different from what 
is ufual ; and fo difpofed, that the Wheels might a& 
upon them with more Advantage. Upon Trial they 
were found not only to move with greater Freedom 
than common, but an heavier Pendulum was kept 
in Motion by. a imaller Weight. They were in every 
refpecT: made as near alike as poffible. The Ball of 
each of the Pendulums weighed above 23. lb; and 
required to be moved about 105' from the Perpen- 
dicular, before the Teeth of the fwing Wheel would 
fcape free of the Pallets ; that is, before the Clocks 
would be fet a going. The Weight to each was 3 ife, 
which would caufe either of the Pendulums in their 
Vibrations to defcribe an Arch of 3 . The two 
Clocks were each in Cafes, which fhut very 
clofe, and placed Sideways to one another, fo near 
that when the Pendulums were at Reft, they were 
little more than about two Feet afunder. The odd 
'Phanomena obferved in them were thefe : In lefs 
than two Hours after they were fet a going, -one of 
them (which I call N° 1.) was found to ftopj and 
when fet a going again, (as it was feveral times) 
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would never continue going two Hours together. 
As it had always kept going with great Freedom, 
before the other Clock (which I call N° 2.) was 
placed near it, this led me to conceive its flopping, 
muft be owing to fome Influence the Motion of one 
of the Pendulums had upon the other ; and upon 
watching them more narrowly, I found the Motion 
of 2SI° 2. to increafe as N° 1. diminifhed ; and at 
the time N° 1. flopped, N° 2. defcribed an Arch of 
5°, that is nearly two Degrees more than it would 
have done, if the other had not been near it, and 
more than it did move in a fhort time after the other 
Pendulum came to be at Reft :. This made me ima- 
gine that they had a mutual Influence upon each 
other. Upon this I flopped the Pendulum of N°2. 
leaving it quite at Reft, and fct N° 1 . a going, the 
Pendulum defcribing as large an Arch as the Cafe 
would permit, viz. about 5°. In about 20 Minutes 
after, I went to obferve whether there was any Mo- 
tion communicated to the Pendulum N° 2. when, to 
my Surprize, I found the Clock going, and the Pen- 
dulum to defcribe an Arch of 3 , whereas at the 
fame timeN 1. did not move 4°. In about half an 
Hour after, N° 1. flopped, and the Motion of N° 2. 
was increafed to very near 5 . I then flopped N° 2. 
a fecond time, and fet N° 1. a going, as before •, and 
ftanding to obferve them, I prefently found the Pen- 
dulum of N° 2. to begin to move, and the Motion 
to increafe gradually, till in 17' 40" it defcribed an 
Arch of 20 10', at which time the Wheel difcharg- 
ing itfelf of the Pallets, the Clock went. The Arches 
of the Vibrations continued to increafe, till (as in the 
former Experiment) the Pendulum moved f° •, the 
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Motion of the Pendulum N° i. gradually decreafing 
all the while, as the other increafedj and in three 
Quarters of an Hour after, it flopped. I then left the 
Pendulum of N« i. at Reft, and fet N«2. a going, 
making it defcribe an Arch of 5 ; It continued to 
vibrate left andlefs, till it defcribed but about 3° $ in 
which Arch it continued to move all the time I ob- 
fervcd it, which was feveral Hours. The Pendulum 
of N» 1. feemed but little affe&ed by the Motion of 
No 2. I tried thefe Experiments feveral times over, 
without finding any remarkable Difference. The 
freer the Room was from any Motion (as Peoples 
walking about in it, <&c) I found the Experiments 
to fucceed the better; and once I found N°z. fet 
a going in 16' 20", and N° 1. at that time flopped in 
36' 40". 

I fhall not offer my Opinion to this Honourable 
Society, concerning the Caufe of thefe c Ph£nomena, 
or at leaft not till I have farther examined it by the 
Help of fome more Obfervations and Experiments. 



VI. Further Obfervations and Experiments 
concerning the two Clocks ahove'mentfoned, 
hy the Same. 

IN the preceding Paper I had the Pleafure to com- 
municate to this Honourable Society, an Ac- 
count of the extraordinary Influence I obferved two 
Clocks to have upon each other, and which was 
attended with fuch Circumftances, as I believe had 
never before been taken Notice of. I fhall now beg 
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